2.    Shri Shahu Chhatrapati Spinning and
Weaving Mills.

13.    The management of  " Shri Shahu Chhatrapati Spinning
and Weaving Mills "  is handed over to Messrs.   James Finlay and
Co., Ltd., Bombay under certain conditions, from 1st November 1935.

14.    The  entire spinning machinery and all  the looms were
overhauled.    The low pressure cylinder was found to be cracked and
a new one was ordered and placed in position in June 1936.    At the

time of putting in the new low pressure cylinder, it
was found that the high pressure cylinder was also
cracked, and it was repaired by welding, A new cylinder has been
ordered out so that no stoppage will take place in the event of the
present cylinder becoming unusable. A humidifier plant was installed
in both spinning and weaving branches in order to maintain good
working.

15.    The Mills have 15,988 Ring Spindles, 416 Waste Mule
Spindles and 319 looms.    2221629 Lbs. of yarn were turned out of
which 56582 Lbs. were coa:se counts, 1698383 Lbs. medium counts,
and 466684 fine counts. Out of 2221629 Lbs. of yarn, 1020000 Lbs. of
yarn which were equal to 2550 bales of 400 Lbs. each,  were sold and
the rest of the yarn was. consumed in weaving.    The production of

Spinning and    cloth was 1294495 Lbs. or approximately 4000 bales,
Weaving.       eacli  ba]e  b^ug 4QO  j^s.     The  varieties  of cloth

were Plain and Striped Khadi, Plain and Fancy bordered Dhoties,
shirtings, long cloth, drills, mulls, etc. Steady progress has been
made in selling both yarn -and cloth in the Kolhapur State and
surrounding districts. The spinning department has be&n working
day and night singe July 1936.

3.    Ginning and Pressing Factories.

16.    Mr. S. S. Shirke, B. A. B. Sc,,   worked as the Inspector  of
Cotton Ginning and Pressing Factories throughout the year under
report.